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ACTION SY-04 

INFO OCT-01 EUR- 12 10-10 ISO-OO /027 W 

035117 

R 151119Z IAN 75 
FM AMCONSUL FRANKFURT 
TO SECSTATE WASHDC 9064 
AMEMBASSY BONN 
USMISSION USBERLIN 
AMEMBASSY BRUSSELS 
AMEMBASSY DUBLIN 
USMISSION GENEVA 
AMEMBASSY THE HAGUE 
ACONSUL LENINGRAD 142 
AMEMBASSY LONDON 
AMEMBASSY MOSCOW 
AMEMBASSY PARIS 
AMEMBASSY ROME 
AMEMBASSY WARSAW 
AMEMBASSY VIENNA 
AMEMBASSY MADRID 



LIMITED OFFICIAL USE FRANKFURT 0372 

E.O. 11652: NA 
TAGS: ASEC 

SUBJECT: X-RAY EQUIPMENT 
REF: STATE 006676 (NOTAL) 

STATE FOR A/SY/T, ALL OTHER POSTS FOR RSO/PSO 
FROM OIC/RTC 

1. NONE OF THE X-RAY SYSTEMS SPECIFICALLY ALLOTED THIS RTC FOR 
COUNTER-TERRORIST PROGRAM HAVE BEEN DISTRIBUTED TO DATE. HOWEVER, 
VARIOUS FILES AND TSO MEMORIES INDICATE THAT OTHER ADDRESSEE POSTS 
THIS TELEGRAM MAY HAVE X-RAY PACKAGE AND MAIL INSPECTION EQUIPMENTS 
FROM EARLIER PROGRAMS OR SPECIAL SITUATIONS. 
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2. ALL ADDRESSEES ARE REQUESTED TO ADVISE A/SY/T DIRECTLY, INFO 
THIS RTC, IF SUCH EQUIPMENT IS PRESENTLY AVAIL YOUR POST, GIVING 
EQUIPMENT MANUFACTURER, MODEL, AND SERIAL NUMBER. ALSO PLEASE 
ADVISE APPROXIMATE DATE OF SYSTEM INSTALLATION AND DESIGNATED 
USERS (I.E. SEABEE? NCOIC? MAIL ROOM PERS?, ETC.)HARLAN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GolinoFR 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975FRANKF00372 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D75001 5-0435 
From: FRANKFURT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 97501 51 /aaaabsoc.tel 

Line Count: 66 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 75 STATE 006676 

Review Action: RELEASED, APPROVED 

Review Authority: GolinoFR 

Review Comment: n/a 

Review Content Flags: 

Review Date: 02 APR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <02 APR 2003 by MartinML>; APPROVED <03 APR 2003 by GolinoFR> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: X-RAY EQUIPMENT 

TAGS: ASEC 

To: STATE 

Type: TE 
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